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ORIGIN COME-OO 

INFO OCT-01 EUR-06 ISO-OO EB-05 RSC-01 /013 R 
66603 

DRAFTED BY: COM/BDC-466/MPBARGER 
APPROVED BY: EB/OCA/REP:LHPOMEROY 
COM/BDC/466 - S. PAD WO, DIRECTOR 
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R 301555Z MAY 74 
FM SECSTATE WASHDC 
TO AMCONSUL STUTTGART 
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E.O. 11652:N/A 
TAGS: ETRD, GW 

SUBJ: U.S. REGULATIONS GOVERNING IMPORTATION AND USE OF 
MEDICAL INSTRUMENTS 

REF: STUTTGART 0441 

1. ONLY REGULATION CONCERNING IMPORTS OF MEDICAL INSTRUMENTS 
USED IN MAKING INSULIN INJECTION IS THAT PROPER LABELING OF 
INSTRUMENT BE USED. 

2. HE APPROVAL OF LABELING CAN BE OBTAINED FROM THE FOLLOWING 
GOVERNMENT AGENCY: 

U.S. DEPARTMENT OF HEALTH, EDUCATION AND WELFARE 
FOOD AND DRUG ADMINISTRATION 

BUREAU OF MEDICAL DEVICES & DIAGNOSTIC PRODUCTS 
5600 FISHERS LANE 
ROCKVILLE, MARYLAND 20852 
BRWON 
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Errors: N/A 
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